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Message Text 

CONFIDENTIAL 

PAGE 01 ATHENS 05081 011308Z 
ACTION SY-05 

INFO OCT-01 EUR- 12 NEA-10 ISO-OO OC-06 CCO-OO OCL-OO 
FBO-02 /036W 

011309Z 021985/43 

R 011239Z JUN 77 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 900 
USINT BAGHDAD 
AMCONSUL KARACHI 
RRF WASHDC 

CONFIDENTIAL ATHENS 5081 

STATE FOR OIC/NSU, KARACHI FOR RCO 

E.O. 11652: GDS 
TAGS: ACOM ASEC NSU 

SUBJECT: BAGHDAD CCC POWER INSTALLATION 

REF: ATHENS 5080 

1 . TO FACILITATE INSTALLATION PLANNING, ATO ATHENS HAS 
TENATIVELY SCHEDULED INSTALLATION TEAM LEADER (MR. EDWARD 
SUSAN) TO COMMENCE THE BAGHDAD POWER BACKBONE INSTALLATION 
O/A 1 SEPTEMBER 1977. 

2. IT IS REQUESTED THAT NSU AND RCO KARACHI 

IDENTIFY AND SCHEDULE ONE TEAM MEMBER (ELECTRICIAN FOR NSU 
AND CEO FOR RCO) EACH. 

3. PLEASE ADVISE. 

KUBISCH 


CONFIDENTIAL 
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